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Attached is a copy of Revision 1 of the Final Field Sample Plan for the Durango Copper Smelter site in 
La Plata County, Durango, Colorado. 

If you have any questions or comments, please call me at 291-8269. 

Very truly yours, 

URS OPERATING SERVICES, INC. 



Environmental Scientist 


cc: T. F. Staible/UOS 

Larry Durbin/UOS 
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